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1,  Q. What type of products are produced at the Mila Sewing Machine Factory in 
Opava? Are there any indications of military fuses being produced? 


A, I am unable to offer any information on this subject. 


fe Q. What is the amount and type of production at Sigma Pumps (formerly Opavaka 
strojirna a slevarna)? What is the disposal of the output? What is the 
number of employees? Is there a local name for the plant? 


A, The name Sigma Pumps has been changed to Ostrot+ [See Enel (A)/. ° 


Point #1 SINGLE TRACK RR: Leads from Opava to Horni Benesov. 

#2 SINGLE TRACK RR; Leads from Opava to Krnov, 

#3 ROAD: Approximately seven m wide, leading from Opava to Hradec, 

#4 BUILDING: Drafting was done here for the Ostrot Plant, This build= 
ing, constructed of brick, was approximately 60 m long, 40 m wide, 
and two stories high, It had a flat roof covered with sheet metal. 

#5 BRIDGE: Constructed of reinforced concrete » it was approximately 

_ 25m long, seven to eight m wide, 
#5A BRIDGE: Constructed of reinforced concrete; approximately nine m 
long and five m wide, 
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#6 EASTERN OPAVA RAILROAD STATION. 
_ *#7 =SINGLE TRACK RR: Leads from Opava to Svinov. 


#8 FACTORY: Approximately 140 men worked in this faotary, 
_ All types of pumps for water, oil, etc. are produced here’ 
A barbed wire fence approximately three m high surround 
this plant. Ss 


9 HIGHWAY: Approximately 12 m wide, asphalt surface. * 
-- poad leads from Opava to Ostrava. by yess 


#10 HIGHWAY: Approximately 12 m wide, asphalt surface, “This 
oo er foad leads from Opava to Hlucin, ee 


#11 BRIDGE: Constructed of concrete; approximately 20 m Leng 
"and eight m wide. feel ore: 


ares What is the ‘accommodation capacity of the winter harbor at .-* 
- ., Melnik? What is the present status of the highway bridge over: 
|... the Labe (Elbe) River? ae 
Ay Teen offer no information on this subject. | 25X11 


25X1A ee comment. Probably the Ostroj National Corporation, Opava 
25X1 > eee is meant, 


Enclosures: (A) Pinpoint Location of Prominent Landmarks Near the”, . 

een a ae Sigma Pump; Plant 2.005000 Linge hahaa 
ae (B) Overlay of GSGS 4416 Sheet # T-12 
Pinpoint Location of the Sigma Pump Plant. a 
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Pinpoint Location of Prominent — 
Landmarks Near the Sigma Pump Plant 
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Overlay of GSGS 4416 Sheet #T-12 a 
Pinpoint Location of the Sigma Pump Plant 
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